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General Dese ion 1.375 X. 
The ATM-65 is an aluminum telescoping 1.500 X | 
mast that can be used as a portable mast 1.625 X 
for supporting small light weight antennas 1.750 X 
PP e s 8 2.000 X .120. 


or as an antenna itself. 
Directions for use 


The ATM-65S is not self supporting. Guy wires must 

be used to support the mast when it is extended. Do 
not attempt to use this product without them. Take 
care not to bend the mast when collapsed. Any bend 

or dent in the tubing will prevent it from extending. 

A minimum of 3 inches overlap of tubing must be used. 


When using as a mast 


The size and weight of the antenna you use will determine 


where to place it on the mast. For instance, a large 
antenna should be placed on one of the lower sections of 
the tubing where the mast diameter is large enough to 
support the antenna weight. When installing an antenna 
to the mast, be careful not to deform the tubing as it will 
prevent it from collapsing. 


When using as an antenna 


A mast insulation kit, such as the ATB-65 or some other 
means of insulating the mast from the ground should be 
used. Guying of the antenna will be required if it is 
extended beyond 30 ft. 
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hy-gaine LIMITED WARRANTY 


hy-gain Warrants to the original owner of this product, if manufactured by hy-gain 
and purchased from an authorized dealer or directly from hy-gain to be free from 
defects in material and workmanship for a period of 12 months for rotator products 
and 24 months for antenna products from date of purchase provided the following 
terms of this warranty are satisfied. 


1. The purchaser must retain the dated proof-of-purchase (bill of sale, canceled 
check, credit card or money order receipt, etc.) describing the product to 
establish the validity of the warranty claim and submit the original or machine 
reproduction of such proof-of-purchase to Ay-gain at the time of warranty 
service. hy-gain shall have the discretion to deny warranty without dated proof- 
of-purchase. Any evidence of alteration, erasure, or forgery shall be cause to 
void any and all warranty terms immediately. 


. hy-gain agrees to repair or replace at hy-gain’s option without charge to the 
original owner any defective product under warranty, provided the product is 
returned postage prepaid to hy-gain. 


Under no circumstances is hy-gain liable for consequential damages to person or 
property by the use of any Ay-gain products. 


. Out-of-warranty Service: hAy-gain will repair any out-of-warranty product 
provided the unit is shipped prepaid. All repaired units will be shipped COD to 
the owner. Repair charges will be added to the COD fee unless other 
arrangements are made. 


. This warranty is given in lieu of any other warranty expressed or implied. 


. hy-gain reserves the right to make changes or improvements in design or 
manufacture without incurring any obligation to install such changes upon any of 
the products previously manufactured. 


. All hy-gain products to be serviced in-warranty or out-of-warranty should be 
addressed to Ay-gain, 308 Industrial Park Road, Starkville, 


Mississippi 39759, USA and must be accompanied by a letter describing 
the problem in detail along with a copy of your dated proof-of-purchase. 


. This warranty gives you specific rights, and you may also have other rights 
which vary from state to state. 


